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16.                     of
combines with phosphorus  by  the as tin ; but it is difficult to ascertain the proportions, according to Pelletier,
from the oxidation and vitrification of part of the lead. Muriate of lead distilled with fusible salt of nrinef also yielded phosphuret of lead. He conjectures the increase by phosphorus to be 12 or 15 per cent.; but by theory it should only be 10 or 11 per cent.
says         the nitrate of lead is
decomposed by phosphuretted hydrogen water, bet with less force than salts of silver and mercury ; and that a phosphuret of lead is formedj, of which he gives no character, except it               in         a phosphate. Thom-
son says a slight white powder is formed by the mixture* This was the case with me; but I suspected that the white powder was merely a little sulphate of lead^ arising* from the impurity of the (rain) water; and this was found to be the fact; for the milkiness was just the same with like water unimpregnated with the gas. Besides, after the phosphuretted hydrogen water has been saturated with nitrate of lead till no more effect is produced, still the water retains its peculiar smell, and